AND   THE  PREVENTION   03?  SMOKE.
acknowledging the source of the effect for whic credit.
Fig. 44.
Pig. 44.    This adaptation of t> boilers was early made, by the th Steam Company, to avoid the lower  shelf of  the air-orifice,  MJ the air was obstructed.    The short intervals, and the combustion rapid, tne supply ^.. was insufficient.    The aperture at the top of the bridge \, -liable to be choked with ashes and small coals, occasionall thrown over.
Fig.
Pig. 45. This change was not found effective. The second opening for the admission of air, at the end of the bars, was quite irregular in its action, 'i It was also found to interfere with tho action in tho split bridge; the air pre-